From boatanchors@theporch.com  Tue Feb 21 13:11:36 1995
Date: Tue, 21 Feb 1995 10:02:56 -0600
Message-Id: <199502202151.QAA08495@mocha.eng.umd.edu>
From: Philip Gwyinne McCoy <dgnova@glue.umd.edu>
Subject: Airborne Aerials

on kite supported antennas, check with G. Marconi

From boatanchors@theporch.com  Tue Feb 21 15:07:46 1995
Date: Tue, 21 Feb 1995 10:05:22 -0600
Message-Id: <Pine.3.87.9502202030.B5806-0100000@agora.rdrop.com>
From: Art Moe <artmoe@agora.rdrop.com>
Subject: converter sold


The Heathkit converter has been sold. Thanks to all who inquired.

                         ..._._ 
73's
Arthur Moe                        Oregon City, Or                     
A.R.S. KB7WW                      45-19-22 N  122-36-37 W   CN85 
artmoe@agora.rdrop.com            At the end of the Oregon Trail   



From boatanchors@theporch.com  Tue Feb 21 15:33:01 1995
Date: Mon, 20 Feb 1995 14:09:04 -0600
Message-Id: <n1418831949.9652@msmailgw1.arlut.utexas.edu>
From: "rohre" <rohre@msmailgw1.arlut.utexas.edu>
Subject: FW: Out of Alignment (dirty) receivers/Eq.

I never did see this reach the boatanchors members; so believe it was lost at
the disk failure.  I will therefore, post again for the benefit of the group. 
73,  Stuart
________________________________________________________________
>From: rohre on Fri, Feb 10, 1995 12:06 PM
Subject: Out of Alignment (dirty) receivers/Eq.
To: boatanchors; Brien VE3VAW

Brien's post for NC-125 manual and comment on apparent out of alignment
condition prompts me to caution:

IF you get old instruments or especially receivers that are very dirty and
grimy inside; clean all that dirt out BEFORE aligning.

In tube scope days here at the lab, they had an instrument washing station to
get the greasy stuff out of high voltage scopes and other instruments used in
at sea experiments, etc.  After detergent spraying and rinsing under pressure,
they were baked dry gently for a couple days, using heat lamps in a chamber or
low oven heat.  After that, all sparkling clean, they would often BE IN
CALIBRATION!  You could do the same with electronic solvents if you are sure
they will not harm plastic, insulators, etc.   Extensive washing must be done
with care to not get water and detergent inside power tranformers, or other
places hard to dry or bake out.  It sounds scarey, but gosh it works!  Just
don't baptize by immersion!

Brien, did you see the posts here about the ham who sells manual copies?

73, Stuart K5KVH   rohre@arlut.utexas.edu


From boatanchors@theporch.com  Tue Feb 21 15:37:32 1995
Date: Mon, 20 Feb 1995 14:04:10 -0600
Message-Id: <9502202023.AA06174@grassman.gvg.tek.com>
From: lewisd@grassman.gvg.tek.com (Lewis Dobbins)
Subject: Manual request for MEP003A


Greetings all,

I am looking for a manual (or copy) or any info on a military 10KW generator
set with the designation of MEP003A. This is a product of the mid 80's.

Thanks,
	73    Lew


*****************************************************************************

Lewis M. Dobbins                        Test Engineer
Grass Valley Group Inc.                 Operations Engineering
Box 1114   M/S N4-2E                    Voice:  916-478-4064
Grass Valley, CA                        Fax:    916-478-4194
95945                                   E-Mail: lewisd@grassman.gvg.tek.com
WD6GJR                                  VAX:    Dobbins@gvg47

*****************************************************************************



From boatanchors@theporch.com  Tue Feb 21 15:44:28 1995
Date: Mon, 20 Feb 1995 14:25:28 -0600
Message-Id: <199502202045.NAA00647@Freenet.HSC.Colorado.EDU>
From: al511@freenet.hsc.colorado.edu (Robert Neece)
Subject: Re: McElroy


Phillip McCoy wrote:

>look in back issues of QST during the 1930s. McElroy advertised a course
>in telegragh code. He won some telegraph speed contests, I think 
>his speed was about 60 words per minute. 

As it happens, the speed was 75.2 WPM.  Ladies and gentlemen,
that is *cooking*!

--
73 de Bob, K0KR

From boatanchors@theporch.com  Tue Feb 21 13:55:40 1995
Date: Tue, 21 Feb 1995 10:10:24 -0600
Message-Id: <9502202256.AA04425@willow.sps.mot.com>
From: zoom@willow.sps.mot.com (Chris Terwilliger)
Subject: need hammarlund knobs

I need the following knobs:

HQ-129X - main tuning and bandspread
HQ-110 - all knobs

tnx
73
Chris, AA7WD
zoom@willow.sps.mot.com

From boatanchors@theporch.com  Tue Feb 21 14:04:00 1995
Date: Tue, 21 Feb 1995 10:00:39 -0600
Message-Id: <9501217933.AA793381965@CCGATE.HAC.COM>
From: jcreid@ccgate.hac.com
Subject: Non BA request

  For anyone out there with a well stocked Sams CB Photofact collection, I need 
some info copied from CB-257.  Sorry to take up the bandwidth, but the BA group 
is my only connection to the "real" world.  Thanks.

-Jim


From boatanchors@theporch.com  Tue Feb 21 15:58:42 1995
Date: Tue, 21 Feb 1995 10:07:48 -0600
Message-Id: <9502211459.AA17173@wrdis01.robins.af.mil>
From: lakeith@wrdis01.robins.af.mil (Larry Keith )
Subject: Pre-Dayton Sale # 5

OK... Still trying to raise money for the big hamfest...

Collins R-390A Receiver, excellent condition with covers and
meters. $375

PRC-25 Backpack radios. 30-76 mhz, WBFM. Very good condition with
batteries, battery cases, and accessories (2 antennas, handset,
speaker, accessory bag, back pack harness) Tested and
operational.   $375 with accessories, $295 without accessories.

Drake R-4A/T-4X/AC-3/MS-4 Good condition. New finals installed in
T-4X (need to finish neutralization). This has been my main rig
for the past two years. With manuals.  $300

Drake TR-3/AC-4. Not working. Good cosmetic condition.  I have
never operated this one.  Received it, plugged it in, noted that
it would not receive and put it back on the shelf.  With TR-3
manual.    $100

Drake TR-4C/RV-4C/AC-4.  Good condition. Finals may be soft and
calibration is off about 2 kc.  This was my previous main rig. I
have had it since 1987 or so. $250

Drake MN-2000 Antenna Tuner. Bought this with the  TR-4C. Good
condition. With manual. $175

Heathkit Marauder Transmitter (Parts unit). No cabinet. Missing
some crystals and knobs. $20

Heathkit SB-100 Transceiver with HP-23 Power Supply and matching
speaker. Fair to Good condition. Have a CW filter that goes with
it. Receives and it put power into a dummy load when I tested
it.  With Manual.  $100

Lysco Transmaster Transmitter. Good cosmetic condition. Have
never plugged it in. Missing dial cord and low pass filter
housing is bent. With Manual. $125.

MFJ Code Practice Oscillator.  Cheap key mounted on a plate with
a oscillator at one end. Good condition. Working.  $15 or ??

HP608D Signal Generator. 10 to 420 mc.  Lights up and puts
signals out. Didn't see any meter movements. Low output? Looks
complete and OK. Heavy!  $50

8122 Tubes.  Used. Pulled from military equipment because
output did not meet specs.  Sold subject to your test.  $25 each.

4CX1500B Tubes. Used. Pulled from military equipment because
output did not meet specs. Sold subject to your test. $75 each.

Heath SB-610 monitor scope. Fair, not working, with manual. $40.

Shipping is not included in listed prices.  If you want more
info, email me. Trades always considered!


Larry Keith, KQ4BY  (lakeith@robins.af.mil)
Warner Robins, Georgia
How many more days 'til Dayton?

From boatanchors@theporch.com  Tue Feb 21 15:24:49 1995
Date: Tue, 21 Feb 1995 10:12:49 -0600
Message-Id: <9502202148.AA29153@MadVax.mo.ti.com>
From: rbiddle@MadVax.mo.ti.com (Richard Biddle)
Subject: TS-323/UR Manual Needed


I am looking for a manual for a TS-323/UR heterodyne frequency meter.
The TS-323 is a navy nomenclature, - does anyone know of an equivelent
number under which I may find a manual.

Or, better yet, anyone have one they would be willing to copy for
associated costs.

Thanks,
Richard KB5WLH

From boatanchors@theporch.com  Tue Feb 21 15:06:41 1995
Date: Tue, 21 Feb 1995 09:50:13 -0600
Message-Id: <199502210635.WAA17639@netcom6.netcom.com>
From: rmccarty@netcom.com (roger mccarty)
Subject: Value? Globe King 500

Dear fellow Anchorites;

Would someone please help me with the value of a Globe King 500? I have 
an opportunity to buy and would like offer a fair price. Condition is 
described as complete, opererational condx unknown, and cosmetics are 
described as good to excellent. any Ideas?

Thanks in advance

Roger KD6CC


